PERFINS IN CURRENT USE 


I was sorry to hear from George Dyke that due to failing eye 
sight he feels he will have to step down as co-ordinator for the 
listing of current perfin users. I have thanked George on your 
behalf for the work he has done for the Society. I for one have 
been surprised at how many perfin dies are still in use. 


The following, from ED SHALES and DEREK RANSOM are to be added 
to the list. 





PERFIN CAT.NO. STAMP USER WHERE KNOWN etc 
CC C1110.01 Ist, 2nd class 

CLE/C C4470.01M 2,5,10,15p, 1st 

HC H1160.02M Ist class Hull Corp. (Pmk) 

HC H1160.02M 2nd class New value to previous list. 
LB/G L0390.01M 18p 

NR N2710.06 2p 


At the London meeting, Derek Ransom (134 Lowfield Road, 
Caversham Park Village, Reading RG4 6PQ) agreed to collate any 
further new information. Please keep looking for current dies and 


report to Derek. 
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